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FOLLOWING IS MATERIAL ON ENVIRONMENTAL CONDITIONS AT 
NELSON GALLERY-ATKINS MUSEUM, PREPARED BY ADMINISTRATOR 
OF BUSINESS AND OPERATIONS AND DIRECTOR SICKMAN: NELSON 
GALLERY HAS 260 TON TRANE CEN TRA VAC AIR CONDITIONER 
AND THREE AMERICAN STANDARD 100 TON NATURAL GAS KEWANEE 
BOILERS WHICH MAKE IT POSSIBLE TO MAINTAIN CONTROLLED 
TEMPERATURE OF 67 DEGREES TO 70 DEGRESS AND HUMIDITY OF 
48 TO 52 PER CENT. TEMPERATURE CAN BE KEPT LOWER OR 
HIGHER AS DESIRED. 

THE GALLERY HAS FOLLOWING FIRE PROTECTION MAN POWER AND 
EQUIPMENT: 1. GUARDS TRAINED IN FIRE PROTECTION 
PROCEDURES ON DUTY SIX DAYS A WEEK IN ALL AREAS EXCEPT 
TWO MAIN STORE ROOMS. 2. ENGINEERS TRAINED IN FIRE 
FIGHTING, ON DUTY SEVEN DAYS EACH WEEK. 3. WATCHMEN 
ON DUTY IN AREA OF FIRE ALARM CONTROL PANELS 24 HOURS 
PER DAY, EVERY DAY OF WEEK. 4. PYR-A-LARM MODEL CD A-l 
AIR DUCT SMOKE DETECTORS IN AIR DUCTS OF CENTRAL AIR 
HANDELING UNITS. 5. EDWARD ALARM STATIONS AND BELLS 
ON ALL FLOORS IN CORRIDORS OF ALL FOUR SIDES OF BUILDING. 
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6. FIRE EYE FIRE DETECTORS IN MAIN STORE ROOM, OPERATION 
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FACILITIES, SHOPS AND ATTIC SPACES. 7. WATER SPRINKLER 
UNITS IN SHIPPING AND RECEIVING ROOM, CARPENTER SHOP, PAINT 

ROOM AND AUXILIARY STORAGE ROOM. 8. OVER 50 FIRE 
EXTINGUISHERS INSTALLED IN ACCESSIBLE LOCATIONS THROUGH 
OUT BUILDING. 9. HOUSE TELEPHONE ON ALL FLOORS IN 
CORRIDORS OF ALL FOUR SIDES OF BUILDING. 10. AMERICAN 
DISTRICT TELEGRAPH FIRE ALARM STATIONS IN KEY POSITIONS 
IN BUILDING. SISCO 
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